Extension to 



MEMORANDUM OF UNDERSTANDING 

BETWEEN THE 

DEPARTMENT OF DEFENSE OF THE UNITED STATES OF AMERICA . 

AND 

THE MINISTRY OF DEFENCE 
OF THE UNITED KINGDOM OF GREAT BRITAIN AND NORTHERN 

IRELAND 

CONCERNING THE FRAMEWORK FOR COOPERATION BETWEEN 

THE DEFENSE INFORMATION SYSTEMS AGENCY 
AND THE DEFENCE COMMUNICATIONS SERVICES AGENCY 

(SHORT TITLE DISA/DCSA MOU) 



The Parties hereby agree to extend until 30 September 2007 the Memorandum of 
Understanding between the Department of Defense of the United States of America 
and the Ministry of Defence of the United Kingdom of Great Britain and Northern 
Ireland Concerning the Framework for Cooperation between the Defense Information 
Systems Agency and the Defence Communications Services Agency dated 1 7* June 
2002 ("DISA-DCSA MOU"), in accordance with Section M of that MOU. The 
Parties agree that for the purposes of Section M, notice of intent to extend the MOU 
was given by the Defense Information Systems Agency (DISA) to the Defence 
Communication Systems Agency (DCSA, now DGISS) on 19 October 2006. 



The provisions of the MOU and its Annexes will continue unchanged and without 
further modification or amendment, with the exception of the satellite 
communications provisions which are now covered within the Memorandum of 
Understanding between the Department of Defense of the United States of America 
and the Secretary of State for Defence of the United Kingdom of Great Britain and 
Northern Ireland Concerning the Mutual Exchange of Military Satellite 
Communications Services and Support (effective 1 0 May 2007). 

The DISA-DCSA MOU will terminate on 30 September 2007 or at the signing of the 
new Memorandum of Understanding between the Secretary of Defense on Behalf of 
the Department of Defense of the United States of America and the Secretary of State 
for Defence of the United Kingdom of Great Britain and Northern Ireland Concerning 
the Framework for Cooperation Regarding Defense Communications ("US-UK 
Defense Comms MOU"). 
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FOR THE MINISTRY OF DEFENCE OF 

THE UNITED KINGDOM OF GREAT BRITAIN AND 

NORTHERN IRELAND 

R.G.J. ^/CRDCB '■ 
Rear Admiral 

■ 

Director General 

Information Systems and Services 



at: 




■ 



on: P *^UnAA «^»frt7 



FOR THE DEPARTMENT OF DEFENSE 
OF THE UNITED STATES OF AMERICA 



CHARLES E. CROOM, JR. 
Lieutenant General, U$AF 
Director 

Defense Information Systems Agency 




